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Harold Weisberg 
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Frederick, Maryland 21701 

February 21, 1994 


Dear Harold: 


I have become very intereseted in the Department of Justice 
and its handling of the autopsy materials and the reviews that 
it set up. I have read Post Mortem and refer to it often. From 
this I know you have more than a passing interest with the Clark 
Panel Report. I thought you might find the memo written by Alan 
Moritz M.D. of some interest. If this is a true memo, and I have 
nothing to indicate to me it isn't, then what Russel ' Fisher M.D. 
told you in his letter to you on page 596 about the editorial 
process was not completely the truth. Than again neither was their 
final report. 

I have already checked the archives of Case Western Reserve 
University to see if Moritz might have left some early drafts 
around and all that they found was a press clipping referring to 
his participation in the panel. What I would give to see a rough 
draft of that report. 

Another area that I think is crucial to finding out what the 
DOJ was up to is the 1967 review. Two things strike me as being 
remarkable. After having Dr. Ebersole help in the inventory they 
decided for some reason to not have him participate in the 1967 
review. and they gave the most cursory treatment of the x-rays in 
this review. The reason for that is obvious because it is the 
x-rays which destroy the original autopsy conclusion of only one 
gunshot wound to the head. The second remarkable thing about their 
1967 review is the statement that the entrance hole appeared to be 
slightly higher than its described location as seen in the autopsy 
photographs. The report of course was drafted by the DOJ and 
presented to the doctors for their signature six days after the review. 
After seeing the doctors HSCA testimony it is clear that they would 
not have described the apperance of the entrance wound as it was 
described in the 1967 review. Who then in the DOJ thought that the 
entrance was higher and who was the physician who told them that 
it appeared higher. We are dealing with a very short time interval 
between the time the materials were "transferred" to the Archives 
and the time the 1967 review was performed. 

If you have any comments or other input I would appreciate it. 

Sincerely, 

Randy 






